DART AEROSPACE LTD 


Work Order: 


Description: Delrin .038 Groove Part Number: 652.7724 
Inspection Dwg: 652.7700 Rev: C Page 1 of 1 
INSPECTION SHEET 
Drawin Actual 
Tolerance Accept | Reject Method oF Comments 
Dimension Dimension Inspection 
Before Prod: | No Measurable Thinbit LGTF064D5 
Inspect Groove . -- : 
Radius Bit 
Tool 
@0.750 +/-0.005 
00.383 +/-0.001 
00.508 +/-0.001 
00.253 +/-0.002 
Ref. 0.038 +/-0.005 
0.027 +/-0.001 
90.00° +/-0.5° 
0.065 +/-0.005 
After Prod: TE 
Inspect Groove No Measurable = Thinbit LGTF064D5 
Radius Bit 
Tool 
Measured by: Checked by: QC Inspector: 
Date: Date: Date: 


Engineering Approval: Date: 
(If necessary) : 
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